Biotechnology Products Manufacturer- Titan Biotech Ltd 


Titan Biotech Ltd, since 1992 is one of the leading manufacturer & exporter 
companies in India that offers superior quality range of biotechnology products , 
which used in the various types of application, such as biotechnology & fermentation, 
agriculture industries, pharmaceutical, cosmetic, veterinary & animal feed, plant 
tissue culture media, microbiology culture media and many more applications. 



Contact Us: 

Titan Biotech Ltd 
A-2/3, Illrd Floor, Lusa Tower, 
Azadpur Commercial Complex, 
Delhi-110033, India 

Ph: +91-11-27677960,27674615,27670742 

+91-11-47020100 (30 lines) 
Fax : +91-11-27674181 
Web: www.titanbiotechltd.com 


